LOADS ON SEWERS
469
in lines, amount to approximately the same as the loads on second-3 steam railroads In highways, sewers are subject to the loads of m rpad rollers, traction engines, and heavy trucks.
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convenience in eatimating live loads, four tables are given. Table ypical standard locomotive axle loads and spacings, Table 136, 1 axle loads of cars for heavy freight, such as coal or iron ore; 137, typical axle loads of the heavy type of electric cars for sub-service; and Table 138 the wheel loads and general dimensions